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GEWERA.L 

OCI NOTICE 2^ August I966 

NO. 5-T 


OFFICE OF CURRENT INTELLIGENCE 


Effective immediately OCI Notice No. 20-175, dated 11 August 
1966 is rescinded. 



E. DREXEL GODFREY, JR. 
Director of Current Intelligence 
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